150    DOCKETED ITEMS

9107020357 Forwards request for add! info re util 901001 request for amend to tech
specs concerning turbine valve surveillance testing.

DE AGAZIO.A.W. Project Directorate I-4. 91/06/28. SIEBER.J.D. Duquesne Light Co.
5pp. 58262:356-58262:360.

9107100118 Advises that util plans to monitor settlement of alternate personnel access
facility & administrative bldg.in response to 910410 SER.Markers will be placed on
bldgs & bldgs will be incorporated into periodic survey within next yr.
SIEBER,J.D. Duquesne Ught Co. 91/06/28. Document Control Branch (Document
Control Desk). 1p. 58394:173-58394:173.

9107100302 Modifies scheduled submittal date for proposed Tech Spec change to ad-
dress recommedations  in Generic  Ltr  90-06  re  reliability  of PORVs  &  block
valves.Changes will be submitted at end of Unit 1 eighth refueling outage.
SIEBER.J.D. Duquesne Light Co. 91/07/01. Document Control Branch (Document
Control Desk). 1p. 58395:018-58395:018.

9107190132 Forwards amends 158 & 37 to licenses DPR-66 & NPF-73 & safety
evaluation.Amends modify appendix A TS for determining containment leakage rate.
DE AGAZ1O.A.W. Project Directorate I-4. 91/07/11. SIEBER.J.D. Duquesne Light Co.
2pp. 58463:167-58463:179.

-9107190137 Amends 158 & 37 to licenses DPR-66 & NPF-73,respectively. Amends
modify appendix A TS for determining containment leakage rate.
STOLZ.J.F. Project Directorate I-4. 91/07/11. 9pp. 58463:169-58463:177.

-9107190138 Safety evaluation supporting amends 158 & 37 to licenses DPR-66 &
NPF-73,respectively.

' Office of Nuclear Reactor Regulation. Director (Post 870411). 91/07/11. 2pp.
58463:178-58463:179.

9107190159 Forwards amends 159 & 38 to licenses DPR-66 & NPF-73 respectively &
safety evaluation.Amends modify Tech Specs by replacing previous titles w/new titles
developed for Nuclear Group organization.

DE AGAZIOAW, Project Directorate I-4. 91/07/11. SIEBER.J.D. Duquesne Light Co.
2pp. 58482:067-58482:096.

-9107190160 Amends 159 & 38 to licenses DPR-66 & NPF-73,respectively, revising
Tech Specs by replacing previous titles w/new titles.
STOLZ.J.F. Project Directorate I-4. 91/07/11. 26pp. 58482:069-58482:094.

-9107190164 Safety evaluation supporting amends 159 & 38 to licenses DPR-66 &
NPF-73,respectively.

* Office of Nuclear Reactor Regulation. Director (Post 870411). 91/07/11. 2pp.
58482:095-58482:096.

9107180335 Requests add! info re  PTS,including use of DOT code, assumptions
made.approximations applied & values of matl cross sections used.
DE AGAZIOAW. Project Directorate I-4. 91/07/12. SIEBER.J.D. Duquesne Ught Co.
4pp. 58463:082-58463:085.

9107300115 Responds to NRC 910628 request for addl info re turbine valve surveil-
lance testing.Util currently soliciting info from turbine vendor in order to respond to
request Info will be submitted by 911228.

SIEBER.J.D. Duquesne Light Co. 91/07/25. Document Control Branch (Document
Control Desk). 1p. 58592:318-58592:318.

9107300181 informs that mods to control room HVAC instrument air sys & Valley Unit 1
Control Room HVAC Instrument Air Sys & intake structure instrument air sys by end
of eighth refueling outage completed.

SIEBER.J.D. Duquesne Light Co. 91/07/25. Document Control Branch (Document
Control Desk). 5pp. 58605:310-58605:314.

9107310119 Forwards 10CFR50.46 rept of significant changes or errors in ECCS eval-
uation models.

SIEBER.J.D. Duquesne Light Co. 91/07/25. Document Control Branch (Document
Control Desk). 22pp. 58611:111-58611:133.

Q. inspection reports, IE Bulletins & correspondence

9106030272 NRC Info Notice 91-035, "Labeling Requirements for Transporting Multi-
Hazard Radioactive Matls." Svc list encl.

BURNETTtRF. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards." Svc
list end.

ROSS1.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038f "Thermal Stratification in Feedwater Sys Piping."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.

9106110125 NRC Info Notice 91-039, "Compliance W/10 CFR Part 21, 'Reporting of
Defects & Noncompliance'." Svc list encL

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York, Inc. 70pp. 58568:164-58568:234.

9106130344 NRC Info Notice 91-040, "Contamination of Nonradioactive Sys & Result-
ing Possibility for Unmonitored.Uncontrolled Release to Environ," Svc list encl.
ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York, Inc. 86pp. 58297:207-58297:293.

9107020164 Forwards safety insp repts 50-334/91-09 & 50-412/91-09 on 910428-
0601.Unresolved item identified re control room habitability envelope.Two redundant
control room exhaust dampers left open & deenergized.

WENZINGER,E.C. Region 1 (Post 820201). 91/06/19. SIEBER.J.D. Duquesne Light
Co. 2pp. 58256:208-58256:226.

-9107020168 Insp repts 50-334/91-09 & 50-412/91-09 on 910428-0601   Unresolved
item        identified.Major        areas        inspected:plant        operations.radiological
protection,surveillance & maint, emergency preparedness & security.
YOUNG.F. Region 1 (Post 820201). 91/06/19. 17pp. 58256:210-58256:226.

9107030101 Forwards combined insp repts 50-334/91-13 & 50-412/91-13 on 910610-
14.No violations noted.

JOYNER.J.H. Region 1 (Post 820201). 91/06/23. SIEBER.J.D. Duquesne Light Co.
3pp. 58265:122-58265:131.

-9107030106 Insp repts 50-334/91-13 & 50-412/91-13 on 910610-14.NO violations
noted.Major areas inspected:radwaste mgt & transportation program.
O'CONNELL,P.. FURIA.J., PASCIAK.W.  Region  1  (Post 820201). 91/06/21. 7pp.
58265:125-58265:131.

9106210168  NRC Info Notice 91-041, "Potential Problems W/Use of Freeze Seals."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York. Inc. 84pp. 58416:188-58416:272.

9106210169 NRC Info Notice 91-042, "Plant Outage Events Involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations." Svc
list enc).

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:067-58435:152.

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in
Primary-to-Secondary Leak Rate." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co. of New York. Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co. of New York, Inc. 63pp. 58464:001-58464:065.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

9107300018 Notification of significant licensee meeting 91-95 w/util on 910805 in King
of Prussia, PA to discuss loss of control room habitability envelope & failure to perform
ISI on certain welds during first 10-yr interval.

RULAND.W.H. Region 1  (Post 820201). 91/07/22. Region 1  (Post 820201). 2pp.
58559:021-58559:022.

R. Periodic operating reports & related correspondence

9107050012 Forwards NPDES monthly repts for Beaver Valley Power Station for May &
June 1991.

NOONAN.T.P. Duquesne Light Co. 91/06/21. Document Control Branch (Document
Control Desk). 3pp. 58320:304-58320:337.

-9107050014 NPDES discharge monitoring rept for Beaver Valley Power Station for
June 1991.
DULICK.A.M. Duquesne Ught Co. 91/06/30. 1p. 58320:308-58320:308.

-9107050017 NPDES discharge monitoring repts for Beaver Valley Power Station for
May 1991.
DULICK.A.M. Duquesne Light Co. 91/05/31. 28pp. 58320:309-58320:337.

9107110140 Forwards "Beaver Valley Power Station Unit 2 Addition to 1989 Rept of
Facility Changes.Tests & Experiments" & "Beaver Valley Unit 2 1990 Rept of Facility
Changes.Tests & Experiments."

SIEBER.J.D. Duquesne Light Co. 91/06/26. Document Control Branch (Document
Control Desk). 1p. 58408:179-58408:349.

-9107110142 "Beaver Valley Power Station Unit 2 Addition to 1989 Rept of Facility
Changes.Tests & Experiments."

*  Duquesne Light Co. 91/06/26.10pp. 58408:180-58408:189.

-9107110143 "Beaver Valley Power Station Unit 2 1990 Rept of Facility Changes,Tests
& Experiments."

* Duquesne Light Co. 90/12/31.160pp. 58408:190-58408:349.

9107170248 Monthly operating repts for June 1991 for Beaver Valley Units 1 & 2.W/
910709 Itr.

WINGER.MA,   SIEBER,J.D.   Duquesne   Light   Co.   91/06/30.   9pp.   58483:060-
58483:068.

9107180035 Forwards annual rept of changes or errors in ECCS evaluation models,per
10CFR50.46,including list of refs used in rept & plant-specific description of ECCS
evaluation model changes. No addl changes or errors noted during reporting period.
SIEBER.J.D. Duquesne Light Co. 91/07/08. Document Control Branch (Document
Control Desk). 11pp. 58472:011-58472:021.

S. Reportable occurrences, UER* & related correspondence

9107020330 Part 21 rept re possible shorting of blocking diodes on safeguards output
cards in SSPS master/slave relay test circuits.lnitially reported on 910620.Supplemen-
tal test instructions will be provided to all affected utils.

TRITCH.S.R. Westinghouse Electric Corp. 91/06/24. MURLEYJ.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 4pp. 58282:002-58282:005.

9107110041 LER 90-011-01 :on 900906.ESF actuation & containment purge occurred
due to high radiation signaLCaused by electrical disturbances due to lightning
strike.Damaged instruments replaced.W/910705 Itr,

NOONAN.T.P. Duquesne Light Co. NOONAN.T.P. Northern States Power Co. 91/07/
05, 7pp. 58435:239-58435:245.

V. Operator Examinations

9107250100 Ack receipt of 901201 Itr re time requirements of 10CFR55.59 & conduct of
annual operating exam & exemption from requirements.Exams must be completed
prior to end of subsequent CY after each licensed operator last exam.
DE AGA2IO.A.W. Project Directorate I-4. 91/07/19. SIEBER.J.D. Duquesne Light Co.
2pp. 58535:199-58535:200.
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